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Introduction: The Genesis Mission, sought the 

challenging analytical goals of accurately and precisely 
measuring the elemental and isotopic composition of 
the Sun to levels useful for planetary science, requiring 
sensitivities of ppm to ppt in the outer 100 nm of col- 
lector materials [1]. Analytical capabilities were fur- 
ther challenged when the hard landing in 2004 broke 
open the canister containing the super-clean collectors. 
Genesis illustrates that returned samples allow flexibili- 
ty and creativity to recover from setbacks. 

Long-term Teamwork: Engineering, Science & 
Curation: In addition to the management and engi- 
neering teams that design, build and fly the spacecraft, 
this sample return mission has a science analysis team 
and a sample curation team that were fully engaged 
from the initial planning, through spacecraft design, 
spaceflight, Earth recovery and continuing through 
curation of samples today. The Principal Investigator 
continues to encourage collaborative efforts and is 
hands-on with details. Early, the science team was 
involved in choosing, fabricating and certifying the 
purity and cleanliness of the collector materials. To 
measure specific objectives, a variety of collector types 
were selected, providing alternate means to achieve the 
same goal. From the beginning, the curation team was 
responsible for contamination control, and participated 
in mission design (to minimize effects of thrusters and 
spacecraft offgasing upon the cleanliness of the solar 
collectors during flight), and reviewed collector design 
and fabrication techniques to minimize contaminants. 

Collector Materials: Cleanliness and Variety. 
The Genesis approach was to start with clean collectors 
and keep them clean; thus, all handling of collectors 
after cleaning was performed in ISO Class 4 (Fig. 1). 
The variety of materials selected for each type of anal- 
ysis [2] also allowed a variety of post-mission cleaning 
techniques to be applied. In addition to bulk solar 
wind composition, collectors were deployed to sample 
specific regimes of the solar wind. These regime col- 
lectors were not only identified by position in the 
spacecraft, but by thickness of collector - which, due 
to the canister breakup, is now essential for identifying 
solar regime. 

Super-clean Science Canister Assembly: Keep- 
ing the solar wind collectors clean was accomplished 
by cleaning and assembling the collector canister in an 
ISO Class 4 cleanroom (Class 10 by Fed. Std. 209E) at 
Johnson Space Center curation facilities. Cleaning of 
canister hardware, to particle level 50 (MIL-STD- 
1246C) or better, was done with ultrapure water, to 


avoid traces of cleaning fluid residues. Airborne mole- 
cular contamination levels during assembly were meas- 
ured on polished witness plates at 10 ng/cm 2 . Canister 
design isolated the lubricants from collector environ- 
ment. The canister was sealed under ISO Class 4 and 
not opened until collection at Earth-Sun LI began. 

Reference Materials: Reference materials from 

collectors, spacecraft hardware and cleanroom were 
archived and proved critical for assessing blanks when 
measuring solar wind. 

Summary: Science and curation teams partici- 

pated in the mission planning from the very beginning, 
giving input on science cleanliness and contamination 
control requirements for all aspects of the mission. For 
many specific analytical objectives, a variety of collec- 
tor types were designated, which allowed redundancy, 
multiple analytical techniques and multiple approaches 
to cleaning the collectors. All of which were especially 
useful after the hard landing. The collectors were iso- 
lated within a canister which was cleaned and sealed 
entirely under ISO Class 4 conditions. 
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Fig. 1. Assembly of Genesis collectors in ISO Class 4 
cleanroom at Johnson Space Center. Workers are en- 
closed in Teflon suits with HEP A- filtered exhaust. 



